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November  26th 

THE  ST.  LAWRENCE  POWER  DEVELOPMENT 
CONTRACTORS  ORGANIZATION  AND 
OPERATION 

Lectuher:  A.  J.  LeBlanc,  Executive  Vice-President, 
Iroquois  Constructors  Ltd. 

December  3rd 

CONSTRUCTION  PROBLEMS  IN  PIPE  LINE 
CONSTRUCTION,  ILLUSTRATED  WITH 
COLOURED  SOUND  FILM 
Lecturer:  R.  H.  Powell,  Chief  Engineer, 
CanadianJBechtel  Ltd. 


December  10th 
REVIEW 


UNIVERSITY  OF  TORONTO 
UNIVERSITY  EXTENSION 


fall  term,  1957 


Course  in 

CONSTRUCTION 

MANAGEMENT 


Application  forms  and  course  literature 
may  he  obtained  by  writing 

THE  DIRECTOR, 
University  Extension, 
65  St.  George  St. 


UNIVERSITY  OF  TORONTO 


or  by  telephoning 


sponsored  by 


WAlnut  3-6611 
Locals  304,  308,  526,  527 


THE  TORONTO  BUILDERS  EXCHANGE 


CONSTRUCTION  MANAGEMENT 

TUESDAY  EVENINGS  10  LECTURES 

Offered  in  co-operation  with  the  Toronto  Builders 
Exchange,  this  fifth-year  course  has  been  organized  and 
co-ordinated  to  assist  through  serious  study  young 
executives  in  the  Construction  industry.  The  gener^ 
topics  which  will  be  dealt  with  are:  Work  Measurement, 
Financing  the  Construction  Project,  and  Managing  Large 
Projects. 

Because  of  the  emphasis  which  will  be  placed  on 
discussion  and  meeting  the  interests  of  the  class  enrol- 
ment will  be  limited  to  60.  Applications  will  be  accepted 
according  to  the  date  they  are  received  at  University 
Extension. 

CoxmsE  Director:  R.  W.  Teagle, 

Chief  Engineer,  Teagle  & Son. 

Place:  Room  254,  Mechanical  Building 

Time:  Tuesdays,  8 p.m.,  commencing  October  8th. 

Fee:  $15.00 

Education  Committee  of  the  Toronto  Builders  Exchange 
Co-Chairmen:  R.  W.  Teagle, 

Chief  Engineer, 

Teagle  & Son. 

M.  C.  Stafford, 

Executive  Vice-President, 

Turnbull  Elevator  Co.  Ltd. 


Members:  C.  Stuart  Best, 

Booth  Brick  Ltd. 

W.  R.  Kirk, 

Assistant  Director, 

University  Extension. 

D.  R.  Hinton, 

Chief  Estimator, 

B.  Perini  and  Sons  (Canada)  Ltd. 
B.  T,  Tinling, 

Advertising  Manager, 

Pilkington  Brothers  of  Canada  Ltd. 


REGISTRATION: 

By  mail  or  in  person  at  Room  108,  65  St.  George  St. 
In  order  to  accommodate  students  and  enable  them  to 
enrol  during  the  evening,  registrations  will  be  taken— 


Thursday,  September  12th 

Tuesday,  September  17th 

Thursday,  September  19th 

Tuesday,  September  24th 

Thursday,  September  26th 

Tuesday,  October  1st 


evenings,  from  7.30  to  9 p.m.,  in  the  Wallberg  Building, 
corner  St.  George  and  College  Streets. 


October  8th 

INTRODUCTION  TO  WORK  MEASUREMENT 
Lecturer:  R.  W.  Moore,  Staff  Consultant, 

Stevenson  & Kellogg  Ltd., 

Management  Engineers. 

October  15th  ' T' 

AN  EXAMPLE  OF  WORK  MEASUREMENT  IN 
THE  CONSTRUCTION  INDUSTRY  COVERING 
BRICKWORK 

Lecturer:  D.  F.  Ainslie,  Staff  Consultant, 

Stevenson  & Kellogg  Ltd., 

Management  Engineers. 


October  22nd 

POSSIBILITIES  FOR  WORK  MEASUREMENT 
IN  THE  CONSTRUCTION  INDUSTRY 
Lecturer:  C.  H.  VanHome,  Executive  Consultant, 
Stevenson  & Kellogg  Ltd., 

Management  Engineers 


October  29tk 

CONSTRUCTION  COST  CONTROL  IN  RELA- 
TION TO  WORK  MEASUREMENT 
Lecturer:  Frank  Grosvener, 

Estimate  and  Cost  Control  Engineer, 
Hydro-Electric  Power  Commission  of 
Ontario. 


November  5th  and  12th 

TWO  LECTURES  ON  ALL  PHASES  OF  THE 
FINANCING  OF  NEW  CONSTRUCTION,  OF 
INVESTMENT  REAL  ESTATE.  AMONG  THE 
TOPICS  TO  BE  COVERED  ARE  SALE-LEASE- 
BACK  TRANSACTIONS,  FIRST  MORTGAGE 
FINANCING,  BOND  FINANCING  AND  INTERIM 
FINANCING 

Lecturer:  Elliot  N.  Yarmon, 

Tankoos  & Yarmon  Ltd., 

Realty  Investments. 


November  19th 

ORGANIZATION  AND  MANAGEMENT  PROB- 
LEMS IN  THE  CONSTRUCTION  OF  THE  DEW 
LINE.  ILLUSTRATED  BY  COLOURED  SOUND 
FILM 

Lecturer:  Robert  Shaw,  Vice-President, 

The  Foundation  Co.  of  Canada  Ltd., 
Montreal. 


